Levels Of Microchip Miniaturization:

SSI (Small-Scale Integration): Components in the tens.
MSI (Medium-Scale Integration): Components in the hundreds.
LSI (Large-Scale Integration): Components in the thousands.
VLSI (Very Large-Scale Integration): Components in the hundreds of
thousands.
ULSI (Ultra Large-Scale Integration): Components in the millions.
